:.com 


ELSEVIER Journal of Virological Methods 130 (2005) 165 

www.elsevier.com/locate/jviromet 

Corrigendum 

Corrigendum to “Concentration and detection of SARS coronavirus in 
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The Authors of the above paper regret that their original paper contained temporary GenBank identification numbers of Sars-Cov 
RNA (bankit 579728 and bankit 579738). The updated Accession numbers are AY465926 and AY465927, respectively. 
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